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The Present Directors of the Bellambi Coal Company, Limited. 









F. G WALEY, General Manager of Company. 
(Views of Sydney Harbour and Company’s Offices to right.) 












gYDNEY STAFF.—In the foreground (centre) will be seen Mr. W. G. C. Millard (Accountant), on his 
right Mr. W. O. Healy (Foreman Stevedore and in charge of the whole of the bunkering operations in 
Sydney), on his left Mr. J. Macartney (Superintendent Engineer), the other members of the Staff being grouped 
behind them. Both Mr. Millard and Mr. Healy have been associated with the business of the Company since 
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^ seen in the background partially constructed. Also a view of the offices and workshops, which 





























ROOKING EAST from the offices towards the mine, at the foot of the big incline, there is storage 





















THE TOP of the incline are situated the main screens and small coal bunker. Here are seen 
two views, the upper showing the back of the screens with waggon yard behind, and shows on 
the right a portion of the stables where, in all, about 60 horses are constantly maintained, and the other 
shows the original pit top as seen from the incline. On the left are seen two full waggons of coal attached 
to the rope and ready to be lowered down the incline, while to the right is seen a portion of the 


















^HE SOUTH BULLI mine is under the control of Mr. A. E. O. Sellers, M.I.M.E., and a highly 
In the centre is Mr. Sellers, and on his right is Mr. E. Davis, the Overman, who has had nearly a 



conditions changed, and every mine on the South Coast is now worked throughout with safety lamps. 
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H1LE HAULAGE UNDERGROUND i: 
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yHE '•HARDY" PUNCHER MACHINES : 
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ivhich is supplemented by a 105 K.W. Harrisburg engine (to right) driving a General Electric 
of both Alternators, the feeder panels, and the Tirrill Regulator in the foreground. This latter is an 
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PROCEEDING up the line, the Main Southern Railway line is crossed about one mile from the jetty, and 
immediately on the right, as the visitor proceeds towards the mine, are situated the big coke works of 
roken Hill Proprietary Co., Ltd. This Company purchases about 80,000 tons of small coal annually 
the Bellambi Coal Co*. Ltd., which is turned into coke without any preparatory treatment by washing, 
is this coal is the diredt screening from the large, it speaks volumes for the quality of the material and 


of coke per working day. The upper picture will show another view of the works with the Bellambi 
Company’s locomotive shunting in a train of small coal, which is tipped into the big bunker shown in 























SECTION of the new main West tunnel is here shown about 1,000 yards from daylight, where, 
gradually taken down to the coal beyond the troubled country. The heavy character of the work will 
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coupled to a continuous current generator, which supplies current to the eledtrical coal-cutting 
machinery. This machinery is of the American Jeffrey type of breaSt machine, and at this same sub-nation 
will be found a 30 B.H.P. 3-throw pump and motor, which delivers 300 gallons of water a minute 



























THIS PICTURE will show the evolution of waggon type adopted by the Company. 

The small waggon on the extreme right of the pidure has a capacity of 4k tons, it is not fitted 

acquired the South Bulli property. 

Shortly afterwards 1,000 tons capacity of hoppers were ordered of the type represented in the 
middle of the pidture. These are not waggons, but hoppers, and are emptied by the opening of doors 
below the waggons, thus saving a good deal of breakage in shipment at the jetty, where any tipping up 

This year the company completed an additional 2,000 tons of waggon capacity of the type shown 
over the whole of the Government railway lines of New South Wales. Their capacity is 10 tons each, 

suggested by the Company’s experience of former waggons has been adopted. 

The total waggon capacity of The Bellambi Coal Company, Ltd., amounts to about 4,000 tons, 
which, with its collier and hulk capacity of 7,000 tons, gives a total Storage in cases of emergency of 





























'"J"'H1S PAGE shows a scale drawing of Bellambi Harbour, with full particulars of the moorings, and the 
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